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ADMINISTRATIVE-INTERNAL USE ONLY 


28 January 1985 


MEMORANDUM FOR: Deputy Director for Intelligence 

Associate Deputy Director for Intelligence 
All DI Offices and Staffs 


FROM: 

Chief, Product Evaluation Staff 
SUBJECT: Location of the Product Evaluation Staff 


STAT 


The Product Evaluation Staff of the Office of Management, Planning 
and Services has moved from room 7F24 to room 6F44, Headquarters Building. 
Telephone numbers for the Product Evaluation Staff will remain the same 


cc: DCIJ 

VC/NIU 
■ i^T/OLL 


STAT 

STAT 


STA' 
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